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MEMORANDUM FOR: Director of Personnel 


FROM: James H. McDonald 

Associate Deputy Director for Administration 
SUBJECT: Change in FY 1983 FTE Ceilings 
REFERENCE: Memorandum to D/Pers from Comptroller, 


dated 12 April 1983; Same Subject 


1. The Directorate of Administration FTE ceilings are 
revised as follows: 


CURRENT : REVISED 
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*FTE ceilings that are revised. 
2. The FTE ceiling changes reflect a decrease of four (4) 
FTP as outlined in reference and an increase of eight (8) FTE. 
3. It is requested that the above revisions be implemented 
on the Directorate's FTE reports as soon as possible. 
STAT 
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